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/W AN brand 


earth augers and post hole diggers 





V 2 " pipe upright on 2" auger 
%" pipe upright on 3" to 10 " ind. 
1" size on 12" to 16" 


COMPLETE AUGERS 


Cat. No. 

Length 

Weight 
per Doz. 

IA-2" 

3 3 // 

66 Ibs. 

IA-3" 

4' 

78 Ibs. 

IA-4" 

4' 

84 Ibs. 

1A-5" 

4' 

90 Ibs. 

IA-6" 

4' 

102 Ibs. 

1A-7" 

4' 

106 Ibs. 

IA-8" 

4' 

108 Ibs. 

IA-9" 

4' 

114 Ibs. 

IA-10" 

4' 

132 Ibs. 

1 A-l 2" 

5y 2 ' 

264 Ibs. 

IA-14" 

5y 2 ' 

300 Ibs. 

1 A-1 6" 

5y 2 7 

336 Ibs. 


Repl. 

Handle 


22 " 

crossbar 


34" 

crossbar 


13 Ga. High Carbon Steel 
Replaceable Blades 


AUGER EXTENSION 
HANDLE 


Cat. No. 

I.E.-48 

I.E.-510 


Weight Ea. 

16 lbs. 
21 lbs. 


No. IE-48 is adjustable from 4' to 8', and 
No. IE-510, from 5‘ to 10'. Handles are 
easily lengthened as depth of hole 
increases. 


Weight 
per Doz. 

21 lbs. 
28 lbs. 
34 lbs. 
40 lbs. 
52 lbs. 
56 ibs. 
58 Ibs. 
64 Ibs. 
82 Ibs. 
145 Ibs. 
181 Ibs. 
217 Ibs. 


ADJUSTABLE 
AUGER 


Weight 

Cat. No. Length per Doz. 

4-8 4' 108 Ibs. 

8-15 4‘ 168 Ibs. 

13 ga. high carbon steel 
replaceable blade. 


VAUGHAN PATTERN 
AUGER 


Weight 

it No. Length per Doz. 

-6" 4‘ 66 Ibs. 

-7" 4' 67 Ibs. 

-8" 4' 68 Ibs. 

13 ga. high carbon steel 
replaceable blade. 

Replacement handle: 

22 " crossbar. 
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IWAN brand 


a TRU BLU tool by WOOD 





HERCULES 

Weight 

Cat. No. Handle per Doz. 

H-4 4' 120 lbs. 

H-7 7' 155 lbs. 

H-8 8 # 160 lbs. 

Malleable Steel Frame . . . Blade 6" x 9" High 
Carbon Steel. Selected hardwood handles. 

Replacement Hdl. 4' 7‘ 8' 

No. HIA-4 HIA-7 HIA-8 


ATLAS 

Cat. No. Handle 

A-4 4' 

A-7 7' 


Weight per Doz 

105 lbs. 
135 lbs. 
145 lbs. 


A-8 


Malleable Steel Frame . . . Blade 5 1 / 4 // x 9" 
High Carbon Steel . .. Four point center 
hinge . . . Selected hardwood handles. 


Replacement Hdl. 4' 7' 8‘ 

No. HIA-4 HIA-7 HIA-8 


Cat. No. 

Handle 

Weight per Doz 

1-4 

4' 

100 lbs. 

1-7 

7‘ 

130 lbs. 

1-8 

8 ; 

140 lbs. 


One-piece High Carbon Steel con¬ 
struction. Four point center hinge. 
Selected hardwood handles. 
Replacement Hdl. 4' 7' 8' 

No. HIA-4 HIA-7 HIA-8 
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:at. No. Overall Weight per Doz. 

3P-1 5' 120 lbs. 

3P-2 6 1 / 2 ' 150 lbs. 

3P-1 can be used to a depth of 2y 2 '; 
3P-2 to 4'. Selected hardwood handles. 
High Carbon Steel blade. 

Replacement Hdl. No. Gibbs-4 ] / 2 , 
Gibbs-6, Gibbs Lever. 


EUREKA 

Cat.No. Handle Weight per Doz. 

E-4 4' 105 lbs. 

High Carbon Steel blades, 5 1 //'x 9". 
Selected hardwood SPLIT handles. 

Replacement Hdl. No. SHE-4 


































IWAN brand . . . barn scrapers, hay knives, drain cleaners 


BARN SCRAPER 

For cleaning barns or snow removal. Can be Cat. No. Size 

used for any floor scraping job requiring a FS-3 

rugged tool. 14 gauge high carbon steel blade, -- m 
5' Northern Ash handle. Blade ribbed to rein¬ 
force and add rigidity. Two x 12V 2 " steel 

braces extend diagonally from handle to the blade with 13" spacing on the 
blade. (Blade is double punched for handle braces. When one edge wears, 
handle and braces can be reversed, with top edge becoming the point or 
wearing surface — doubling the life of this scraper.) 


6"x18" 
6"x24" 


Gauge Handle Wt. Doz. 

14 5' 80 lbs. 

14 5' 90 lbs. 


POULTRY HOUSE SCRAPER 


Cat. No. 

FS-1 

FS-2 


For cleaning poultry houses or snow removal. Blades 
are 16 gauge high carbon steel, ribbed to resist 
distortion and give added rigidity. Edges are crimped 
out on one side and in on the other for all push-pull 
operation. 5' Northern Ash handle. Steel shank is 

riveted to blade and driven into the handle. Rivet through ferrule and shank 
prevents loose handle. 


Size 

7" xl8" 
5 1 / 2 // x13 // 


FLOOR SCRAPER 

For cleaning floors where 
grease, muck and debris 
must be loosened or scraped 
off. 14 gauge high carbon 
steel blade, 4' knob North¬ 
ern Ash handle. 


Wt. Doz. 

52 lbs. 
43 lbs. 


Gauge Handle Wt. Doz. 

14 4' 30 lbs. 


STRAIGHT EDGE KNIFE 

Three middle sections and one point section are securely riveted *o a 
malleable iron bar. Can be resharpened until serrations are gone, then 
replaced with new sections. Handle is adjustable to any angle. 


Cat. No. 

SHK 


Weight per Doz. 

120 lbs. 


WAVED EDGE KNIFE 


Cat. No. 

WHK 


Weight per Doz. 

120 lbs. 


Three middle sections and one point section 
are securely riveted to a certified malleable 
iron bar. Can be resharpened until serrations 
are gone, then replaced with new sections. 
Handle is adjustable to any angle. 


ADJUSTABLE DRAIN CLEANER 

For cleaning tile ditches preparatory to laying drain tile. 
Every ditcher needs several sizes for main and branch 
ditches. Socket and shank malleable iron, with ratchets 
so that it can be adjusted to different angles. Blade 
length 15". Six foot ash handle. Blade sizes 4, 5, 6". 

Weight 

Cat. No. per Doz. 

DC-4" 58 lbs. 

DC-5" 60 lbs. 

DC-6" 63 lbs. 


ELY PATTERN HAY KNIFE 


Blade and step riveted to ash handle with Steel Top. Cutting edge of 
three serrated special steel tempered sections. 


Cat. No. 

EHK 


Weight per Doz. 

120 lbs. 
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